ETag: "9b758c9e82b0f5511ec285ffbff6407a"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1874
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 28:1346 Tort Claim
x-archive-meta-case-name: Biernacki v. United States of America
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: nywd
x-archive-meta-docket-num: 1:11-cv-00973-HKS
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Personal Inj. Med. Malpractice
x-archive-meta-pacer-case-num: 86559
x-archive-queue-derive: 0
x-upload-date: 2012-12-08T08:49:22.000Z
